Surface  Water  Samples 


System  Name 

Sample  Location 

Date  Samples  Collected 

Sediment  Sample  Taken 

Aztec  Domestic  Water  System 

ADW-IT1 

8/6/2015 

Farmington  Water  System 

FWS-ARP2 

8/6/2015 

Aztec  Domestic  Water  System 

ADWS-ITl 

8/7/2015 

Aztec  Domestic  Water  System 

ADWS-IT2 

8/7/2015 

Farmington  Water  System 

FWS-ARP2 

8/7/2015 

Lower  Valley  Water  System 

LVW-FD 

8/7/2015 

Aztec  Domestic  Water  System 

ADWS-ARP 

8/8/2015 

Aztec  Domestic  Water  System 

ADWS-ITl 

8/8/2015 

Aztec  Domestic  Water  System 

ADWS-IT2 

8/8/2015 

North  Star  Water  System 

NWS-ARI 

8/8/2015 

Farmington  Water  System 

FWS-ARP2 

8/8/2015 

Lower  Valley  Water  System 

LVW-WPI 

8/8/2015 

Morningstar  Water  System 

MWSS-ARI 

8/8/2015 

Farmington  Water  System 

FWS-FDPS 

8/8/2015 

Lower  Valley  Water  System 

LVW-FD 

8/8/2015 

Farmington  Water  System 

FW-012 

8/9/2015 

Lower  Valley  Water  System 

LVW-020 

8/9/2015 

Morningstar  Water  System 

MW-020 

8/9/2015 

Aztec  Domestic  Water  System 

ADW-021 

8/9/2015 

Farmington  Water  System 

FW-040 

8/9/2015 

Lower  Valley  Water  System 

LVW-030 

8/9/2015 

Aztec  Domestic  Water  System 

ADW-010 

8/9/2015 

Aztec  Domestic  Water  System 

ADW-022 

8/9/2015 

North  Star  Water  System 

NSW-020 

8/9/2015 

Aztec  Domestic  Water  System 

ADW-010 

8/10/2015 

Aztec  Domestic  Water  System 

ADW-021 

8/10/2015 

Aztec  Domestic  Water  System 

ADW-020 

8/10/2015 

8/10/2015 

Aztec  Domestic  Water  System 

ADW-022 

8/10/2015 

Morningstar  Water  System 

MW-020 

8/10/2015 

North  Star  Water  System 

NSW-020 

8/10/2015 

Farmington  Water  System 

FW-012 

8/10/2015 

Farmington  Water  System 

FW-040 

8/10/2015 

Lower  Valley  Water  System 

LVW-020 

8/10/2015 

Lower  Valley  Water  System 

LVW-030 

8/10/2015 

Aztec  Domestic  Water  System 

ADW-010 

8/11/2015 

8/11/2015 

Aztec  Domestic  Water  System 

ADW-021 

8/11/2015 

8/11/2015 

Farmington  Water  System 

FW-012 

8/11/2015 

8/11/2015 

Lower  Valley  Water  System 

LVW-020 

8/11/2015 

8/11/2015 

North  Star  Water  System 

NSW-020 

8/11/2015 

8/11/2015 

Lower  Valley  Water  System 

LVW-030 

8/11/2015 

8/11/2015 

Aztec  Domestic  Water  System 

ADW-022 

8/11/2015 

8/11/2015 

Farmington  Water  System 

FW-040 

8/11/2015 

8/11/2015 

Morningstar  Water  System 

MW-020 

8/11/2015 

8/11/2015 

4003712 
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Private  Water  Well  Samples 


Type 

Sample  Location 

Date  Samples  Collected 

Residential 

A0001 

8/10/2015 

Residential 

A0002 

8/10/2015 

Residential 

A0003 

8/10/2015 

Residential 

A0004 

8/10/2015 

Residential 

B0001 

8/10/2015 

Residential 

B0002 

8/10/2015 

Residential 

B0003 

8/10/2015 

Residential 

B0004 

8/10/2015 

Residential 

B0005 

8/10/2015 

Residential 

B0006 

8/10/2015 

Residential 

TB-B007 

8/11/2015 

Residential 

TB-B008 

8/11/2015 

Residential 

TB-B009 

8/11/2015 

Residential 

TB-B010 

8/11/2015 

Residential 

TB-B011 

8/11/2015 

Residential 

TB-B012 

8/11/2015 

Residential 

TB-B013 

8/11/2015 

Residential 

rc-cooi 

8/11/2015 

Residential 

TC-C002 

8/11/2015 

Residential 

TC-C003 

8/11/2015 

Residential 

TC-C004 

8/11/2015 

Residential 

TC-C005 

8/11/2015 

Residential 

TE-E001 

8/11/2015 

Residential 

TE-E002 

8/11/2015 

Residential 

TE-E003 

8/11/2015 

Residential 

TE-E004 

8/11/2015 

Residential 

TE-E005 

8/11/2015 

Residential 

TF-F001 

8/11/2015 

Residential 

TF-F002 

8/11/2015 

Residential 

TF-F003 

8/11/2015 

Residential 

TF-F003 

8/11/2015 

Residential 

TG-G001 

8/11/2015 

Residential 

TG-G002 

8/11/2015 

Residential 

TG-G003 

8/11/2015 

Residential 

TG-G004 

8/11/2015 

Residential 

TG-G005 

8/11/2015 

Residential 

TH-H001 

8/11/2015 

Residential 

TH-H002 

8/11/2015 

Residential 

TH-H003 

8/11/2015 

Residential 

TH-H004 

8/11/2015 

Residential 

TH-H005 

8/11/2015 

4003712 
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